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Imhoff Tanks 155 
Importance of Professional Standing 
of the Water Works Manager 300 
Improvements, Financing Sewerage 151 
Improve The Value of Your Step 
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Lea, W. L., Joins Wisc. Sanitary Lab. 
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Meeting 


N. J. Sewage Wks. Assn’s 33rd An- 
nual Meeting 

Nomograph: 
Area of Ring or Concentric 


Circle 7 
Grade of Road, Walk, Ramp, ete. 
Length of Roll 
Pipe Bending 
Refrigeration and Horsepower 
Salary Chart : ante 
Vol. and Wt. of Water in Rect. 
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Odor and Taste Control as Influenced 
by Consumers’ Pipes ‘ , 
Ogden, W. H., Vice-Pres. Scranton- 
Spring Brook Water Co..... 
For a Nice Cool Sewer 
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Ohio River Cleanup Ge sts Underway.... 
Ohio River Compact Now in Motion.. 
Ohio River Pollution Compact Signed 
Ohio River Valley Compact... 
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Operation of 
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1V—Coagulation 
V—Filters 
Vi—Disinfection 
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Performance of Septic Tank 
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Coefficients 

Consumers’ 

Cutting with Oxygen Are 
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Process 
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Pollution Control Bill Passed in Last 
Minutes of 80th Congress 

Pollution Load Capacity of Streams 
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Professional Standing of the Water 
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Public Relations, Little Rock 


Public Water Supplies, Shall Fluoride 
3e Added to 

Public Works Construction for 

Pulp and Paper Wastes 


1947 


268, 271, 


Pumping Sludge Through Force 
Mains 
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Quality of Underground Water Sup- 

plies 
R 

Radio Service in the Water Supply 
Field 
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Treatment 
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Residual Chlorine in, 
of oa a 
Septicization, Chlorine Utiliza- 
tion During 
UNE SRI aiccinnccuinncckaccecmuenmiteeidns 
Sludge Digestion psanceuanal 
163, 237, 325, 


Treatment at Hyperion Plant 
Treatment at Madison, Wis. 
Treatment, CuSO. Aid to............ 
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Heating 
Pumping 
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Editorial 

Sludge Pumping—Comments 
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Some Practical Aspects of Chlorina- 
tion and Coagulation 

Some Practical Aspects of the Addi- 
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Waste Treatment 
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Stabilization of Water 
Standard Methods Editorial 
10th Ed. 
Steel Tank Protection 
Stepladder, Improve Your 
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Story of Water, The 
Straight From Our 
Air Compressors 
Water Main Leaks 
Stream Flow Measurement 
Stream Pollution Meeting in 
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Readers: 


Harris- 
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Streams, 
Stream Turbidity, 
on 

Studying 
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Load Capacity of 
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Pollution 


Toxicity of Industrial 
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nance 
Supplies, Chem. Qual. of Underground 


System for Heating Sludge 
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Taste and Odor Control 
Taste 
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10th Edition Standard Methods Edi- 
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Test, Oxygen Consumed, for Sewage 


Texas Sanitation Group Meets 
That Vortex Again 
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I—Coagulation 
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Effect of Methy- 
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The Determination of Zinc 


Sewage and Trade 
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Wastes 


The Effect of Uncontrolled Logging 
on Stream Turbidity 

The Elimination of Phenolic Tastes 
by Chloro-oxidation 
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on Adopting Sewer Service 
Charges—An_ Editorial 

The Importance of the Professional 
Standing of the Water Works 
Manager 

The Loudest You Have, Please! (car- 
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The Need for Increased Water Rates 


The Quest for Pure Water (Book) 

The Story of Water 

The Treatment o° a Highly Colored 
Water 

The Water Utility Manager and His 
Community 

The Water Works Industry in 1947 

The Weather in Prospect 
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Manhattan (cartoon) 
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Section at Wash., D.C. 

Thomas, Franklin, Next A.S.C.E. 
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Three Water and Sewage Works En- 
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Chlorine in 
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Toxicity of Industrial Wastes. 
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Treating Pulp and Paper Waste 219, 231. 
268, 271 
Treatment and Recovery of White 

Water 219, 268, 329 
Treatment at Madison, Wis., Sewage 26 
Treatment of a Highly Colored Water 440 
Treatment of Pickle Liquor Oct. 92A 
Trench Dewatering with Well Points 167 
Trenton’s Alvin Bugbee Retires 456 
Trickling Filters for Treating Pulp 

and Paper Mill Wastes—Part I 

—Alkaline Wastes 231, 271 
24-Inch Cast Iron Raw Water Main, 

Reconditioning 435 

U 
U.N. 1949 Program Includes Water 356 
Uncontrolled Logging Effect on 

Stream Turbidity 255 
Unheated Sludge Digesters 163 
Universal Metering at Naugatuck, 

Conn. 317 
Univ. of Mo. Offers San. Engineering 209 
Use of Reynolds Number—Fact and 

Fancy j . 125 
Use of Well Points for Trench De- 

watering ‘ 167 
U.S.P.H.S. Reg. Corps Appts. 131 
U.S.P.H.S. Research Grant and Fel- 

lowship Symposium 337 
U.S.P.H.S. Research Grants 408 
U.S.P.H.S. Sanitation Survey Report 

Available Oct. 88A 
U.S. Public Health Service Celebrates 

Sesqui-Centennial Anniversary 297 
Utilities, Employer-Employee Rela- 
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Utility Manager and His Community, 

Water 433 
Utilization of Chlorine During Septi- 

cization of Sewage 179 
Uzzle, A. B., City Eng., Canton, N.C. 124 
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Valves and Hydrants, Maintenance 
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Virginia Industrial Wastes and Sew- 

age Works Assn. Second Annual 

Meeting Dec. 94A 
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Water: 
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Hydraulics 
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Labor Relations 
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Pipe Coefficients 
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Taste and Odor Conteel ianebn ‘ 375 
Treatment Chemistry 142, 211, 369 
Treatment of Colored... 440 
Works Equipment ~ 303 
Works Industry in 1947 1 
Works Manager’s Professional 
ESET eee ee ee ae 300 
Water and Sewage Patents........... 117 
Water Bonds For Sewerage Financing 12 
Water Purification Control (Book)....Oct. 90A 
Water Purification Division Holds 
Three Sessions ..... ant 259 
Water Sanitation Practice, Manual of 32 
Water Supply Protection Works at 
Kenosha 25 
Water Treatment for Resul Homes....Oct. 90A 
Water Utility Manager and His Com- 
munity ..... 433 
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Weston, Arthur, Addresses Nat'l 
Health Assembly .................- 214 
West Va. Sewage and Industrial 
Wastes Assn. 2nd Meeting 447 
West Virginia Section A.W.W.A. 
Meeting in Clarksburg 443 
What is The Length of Any Roll- 
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White Water Treatment and 
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II—Filtration and Filter Aids 268 
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Who Me? (Book). 362 
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